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Field  work  was  performed  on  April  10th  and  June  1st,  2017. 
Monroe  County  Surveyor's  Field  Book  50,  pages  20  &  50. 
Project  Name:  ClearCreek2017,  Field  work  by:  RSO  and 
CAR,  Drawn  by:  RSO,  Reviewed  by:  RSO  &  TER. 
Coordinates  shown  hereon  were  obtained  from  GPS 
observations  utilizing  the  Indiana  Real-Time  Network 
(INCORS).  Indiana  West  Zone,  NAD83(2011)  Epoch 
2010.0000,  State  Plane  Grid  Coordinates,  US  Survey  Feet. 
Geoid  model  G2012BU7.  Datum  NAD83_NO_TRANS. 
Coordinate  data  was  collected  with  a  Topcon  Network 
Rover  (Topcon  PG-A1  antenna  and  GRS-1  data  collector). 
Bearings  and  distances  to  witness  ties  were  collected  using 
a  2°  compass  and  a  100'  cloth  tape. 

Vicinity  sketch  was  compiled  per  2017  aerial  photography. 
This  monument  was  accepted  by  the  Monroe  County 
Surveyor  Review  Board  on  August  12,  1999.  We  collected 
coordinates  on  the  known  monument  in  preparation  for  an 
upcoming  perpetuation  survey  in  the  area.  Historic  research 
has  not  yet  been  performed  to  prove  the  validity  of  this 
monument.  The  prior  Monument  Record  references  a 
survey  of  the  Lakeview  Elementary  School  prepared  by 
Philip  O.  Tapp,  on  file  in  the  Office  of  the  Monroe  County 
Recorder  in  Survey  Book  5,  page  32. 


WITNESS  MONUMENT  TIES: 

A.  MAG  nail  and  2"  shiner  set  in  hack  0.T 
above  grade  on  the  west  root  of  a  14" 
maple; 

N  14°  E  11.4' 

B.  MAG  nail  and  2"  shiner  set  in  hack  0.7' 
above  grade  on  the  west  side  of  a  5" 
black  cherry; 

S  8°  W  17.8' 

C.  MAG  nail  and  2"  shiner  set  in  hack  0.4' 
above  grade  on  the  southwest  side  of 
a  4"  buckeye; 

S  66°  E  18.2' 

D.  MAG  nail  and  2"  shiner  set  in  hack  0.5' 
above  grade  on  the  northeast  root  of  a 
15"  maple; 

N  70°  W  9.4' 
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SCALE:  1"  =  10' 


OTHER  ACCESSORIES: 

A  5'  t-post  was  set  0.4'  north  of  the  pipe  with  a  Monroe  County 
Surveyor  Marker  sign  attached  2.0'  above  grade,  facing  west. 

OTHER  OBSERVATIONS: 

The  pipe  is  at  the  northwest  corner  of  the  Lakeview  Elementary 
School  property  and  can  easily  be  accessed  from  a  nature  trail  that 
loops  around  the  edge  of  the  property.  The  pipe  is  on  a  steep  west 
slope,  in  line  with  fence  and/or  fence  remains  to  the  north,  south, 
and  east. 

The  pipe  was  found  leaning.  I  sraightened  it  and  drove  it  down  until 
it  was  solid  again,  leaving  0.6  of  a  foot  above  grade.  There  was  a 
flat  stone  on  the  south  side  of  the  pipe,  which  I  dug  up  and 
examined  for  markings.  Had  the  stone  been  planted,  it  would  have 
looked  similar  to  the  stone  that  was  found  and  accepted  at  the 
Center  \  Corner  of  Section  21 -T7N-R1 W. 


A  Monument  Description:  iron  pipe  found  0.6'  above  grade 

State  Plane  Grid  Coordinates:  Northing:  1379628.6',  Easting:  3111029.3' 
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MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 


Tection:  21  Township:  7  North  Range:  1  West  Corner  ID:  Cl  Cr  K-13 

Monument  Description  &  Remarks:  Found  flagged  3/4"  iron  pipe,  painted  orange,  at  North  14  of  section. 
Wooden  property  comer  stake  and  flat,  unmarked  limestone  found  next  to  pipe.  Survey  marker  sign  set  on  post 
near  iron  pipe,  4'  up. 

References  on  file  in  the  County  Surveyor’s  Office:  Survey  of  Lakeview  Elementary  School  prepared  by  Phil 


I,  Kevin  P.  Enright,  Monroe  County  Surveyor,  hereby  certify  thatj^flidofityjgient  was  prepared  under  my 
direction  in  accordance  with  the  provisions  of  Section  36-2-1  ” 


Code;  and  the  above  data  is 

given  under  my  hand  and  sgaUhis  21st  d  f  June,  1999. 
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Administered  by  Surveyor  Reviev^owdgg^j^  \  1 

August  12,  1999  ItD:  /q  = 

I*  **  Certified  subject  to  survey 

evidence  to  the  North  and  West. 
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